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Drawing Table, A, Lawrence O. Swenson, 461. 
Drum Sander, A, R. L. James, 259. 


Fernery, L. D. Perry, 461. - 

Folding Ironing Board, Y. E. Smethurst, 419. 
Folding Screen, A, L. Day Perry, 173. 

Forging a Whiffletree Hook, Thomas F. Googerty, 40. 


Holder for Ink Bottle, A. J. Conradt, Jr., 384. 

Home Dryer for Fruit, A, Frank H. Shepherd, 381. 

Hooks, Eyes and Loops, Marian L. Whitwood, 84. 

Hose Reel, A, Francis E. Mack, 382. 

How to Build a Hall Clock, William Cowperthwaite, 502. 

Hunting Axe Problem as Forged in Hibbing Schools, J. F. 
Knowlton, 379. 


Lumber Rack, A, C. S. Goldsmith, 217. 


Machine Shop Kink, A, Joseph J. Eaton, 41. 
Magazine Stand, L. Day Perry, 379. 

Making of Knitting Needles, The, Daniel Green, 499. 
Mechanical Duck, A, Gerald A. Boate, 129. 
Merchant’s Display Rack, H. C. Mohler, 334. 

Milk Stool, A, Wm. P. Taugher, 217. 

Mitre, A, 8. Edith Cole, 219. 

More Drawing Room Kinks, E. M. Wyatt, 220. 


Old New Game, An, Frank H. Shepherd, 460. 
Old New Toy, An, Frank H. Shepherd, 500. 


Pencil Holder, H. C. Mohler, 175. 

Period Furniture, George K. Wells, 335. 

Plan for an Oil Stone Equipment for the Individual Bench, 
Carl L. Merritt, 422. 

Portable Electric Lamp, A, H. E. Boggy, 43. 

Problem in Furniture Construction, A, Victor Randel, 258. 

Problems in Woodturning, Edward F. Myers, 84. 

Project in Pattern Making, H. W. Kirn, 336. 


Red Cross Knitting Needle, A, Wm. A. Carter, 464. 
Ruffle Gathering, 8. Edith Cole, 334. 


ee ee Demonstration by Pupils, Marian L. Whit- 
wood, 175. 

Shop Kink, A, C. 8. Goldsmith, 299. 

Sled, A, Wm. P. Taugher, 499. 

Some Drawing Room Kinks, E. M. Wyatt, 174, 298, 424. 


-Steel Frame Shop Bench, J. P. Pinney, 127. 


Swinging Parrot, Charles B. Diers, 500. 


Table Lamp, A, Percival Angove, 423. 

Table Leg tnd Press, DeWitt Hunt, 419. 
Taboret, L. Day Perry, 504. 

Three-Fold Screen, N. B. Zane, 297. 

Tie Ring, L. M. Klinefelter, 218. 

Trap Nest, A, A. D. Bailey, 176. 

Tumbler with Parallel Bars, Charles B. Diers, 502. 


Wheel and Axle, Lee M. Klinefelter, 173. 
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